Hume Window Cleaning Safety Appliances 


AN ABSOLUTE NECESSITY 


Equip every building with Window Cleaning Appliances 


Equip YOUR BUILDING with Hume Wsadow 
eaning Safety eapuanees 


il 


HUME SAFETY APPLIANCE, m= 
398 BROADWAY _ NEW YORK CITY 


—HUME WINDOW CLEANI 
, SAFETY 


Equip EVERY BUILDING wit! 


| When you stop to think cf the 
i responsibility that Window Cleaner’s 
Equipment carries, can any Window 
Cleaner’s Bolts or Belts, be too good? 


Bronze Brick Anchor, Type No. 1 


This type of Anchor should be used wher- ’ 
eyer possible to build in Masonry. For The watchful care exercised in de- 
Strength and Durability, it is Unsurpassed. signing and manufacturing HUME 
» Window Cleaning Safety Applisnces, 
— Be means but one thing— 
| Ci : ABSOLUTE SAFLTY 
SV) 4 You should select HUME Window 
TOBIN BRONZE o Cleaning Safety Appliances, for these 
{ SCREW BOLT 
reasons :— 


— 


First—All Material and Workmanship 
are of the best. Nothing is sacrificed, for 
SAFETY FIRST must be the constant cesult. 


Second—Those who have tested antl used 
HUME Appliances, say that they are the 
best. 


Third—All appliances are up-to-date. com- 
bining ease of use, with maximum of Safety. 


Fourth—There is a HUME Window 
Cleaner’s Bolt for every condition. I; may 
not be illustrated here, but it can be had tp 


SPECIAL 
FOR STEEL 
MULLIONS 


your design whenever desired. 


Fifth—HUME Window Cleaners Belis 
have self-locking Bronze Terminals. ‘They 
cannot slip off accidentally. 


Sixth—HUME Appliances are used by 
those who wart to know there can be no 
ATE ATTACHED Delath 
TO HOLLOW METAL i mistake. 

FRAMES 


LOCKING TERMINALS 


Lee Casi g ect ell ise enone anaes SAFETY BELT WITH SELF. 
s 
é 


Type No. 2. Upper Illustration. Scien- 
tifically designed, correctly designed. Do 
not confuse with lag screw. 


Type No. 3. Center Illustration. For 
“T”? Section steel mullions. Use these and 
eliminate the use of dangerous swinging 
scaffolds for cleaning factory windows. 


3 The HUME Leather Window 
Type No. 4. Bottom Illustration. One of Clearertet Belt 


the several Hollow Metal Winscow Types. 


FIRST 


Window Cleaning Appliances 


oN ARC, ZECTS SPECIFICATIONS 


All windows, which are to be cleaned from 
the outside, and which are.6 ft. or more above 
Grade, Roof, Balcony, or Fire Escape, shall 
be provided with “HUME” Window Clean- 
ers Bolts, as sold by Hume Safety Appli- 
ance, Inc., New York City or Roesch En- 
gineering Corp., Syracuse, N. Y. All equip- 
ment shall have the approval of State, City, 
and Insurance Departments having juris- 
diction. 
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Each window shall be equipped with Solid 
Bronze Bolts,one (1) on each side, installed 
approximatel$ 51 inches above the window 
sill, and in fuliaccordance with manufacturer's 
directions. In order that the proper bolt will 
be used, the following schedule must be 
carefully observed. (Numbers used are taken 
from HUME Window Cleaning Safety Ap- 
pliance folder.) 


No. 1. Brick Anchor Type. Use wherever 
possible to build in masonry jambs. 


No. 2. Serew Bolt Type. Use in all Wood 
Mullions, Wood Pulley Stiles where No. 1 
is not practical, and Wood Pulley Stiles of 
existing windows. 


No. 3. Steel Mullion Type. Use where 
Mullions are of Steel, ‘“T”’ section. 


No. 4, 5, 6, and 7. Hollow Metal Frame 
Types. Use in various types of Hollow Metal 
Windows. Bolts and Reinforcing Plates to 
be furnished Window Manufacturer, for 
attaching by him. 


No. 8. Wing Bolt Type. Use in Wood 
Pulley Stiles, where there is not room enough 
for No: °2; 

No. 9. Expansion Bolt Type. For existing 
Masonry Jambs. 


ve shows how to 
Brick Anchor. 


TR BUILDING 
KE WINDOW 
SAFETY 


the use of noth- 
ize Bolts. There 
g or staining of 
they will last as 
ing itself. 


The HUME Webbing Window 
Cleaner’s Belt 


plication. A lighter weight belt with no sacrifice of strength 


Or ois 2 
BRONZE WING 
ANCHOR BOLT 


RONZE HOLLOW 
METAL FRAME FITTING 
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Type No. 8. Upper illustration. To be 
used when No. 2, Bronze Screw Bolt cannot 
be used to best advantage. 


Type No. 5. Lower illustration. One of 
the several Hollow Metal Window Types 


' BRONZE EXPANSION BOLT 


TOBIN BRONZE BOLT 
WITH RE-INFORCING 
PLATE FOR HOLLOW 
METAL FRAMES 


an 


BRONZE MCS 


‘Type No. 9. Upper illustration. A pos- 
ie Expansion Bolt, for installation in ex- 
~ isting masonry jambs. 


Type No. 6 and 7. Cenler and Lower 
illustrations. Bolts for Hollow Metal Win- 
dows. 


Special Designs made to meet any condition 
or requirement. 


FETY APPLIANCES———— 


= 


A few of the Buildings 
Where HUME Window Cleaning Safety Appliances = * 


are now in use 


We have made no attempt to list all of the buildings where HUM indow Cleaning 
Safety Appliances are installed, but merely to give you a general idea of the extent and 
classes of SHE NGs: where the best was wanted. 


EQUIP EVERY BUILDING WITH WINDOW CLEANING APPLIANCES. 
EQUIP YOUR BUILDING WITH HUME WINDOW CLEANING 


SAFETY APPLIANCES 


In Nineteen (19) years, an accident, through the failure of HUME equipment has neyer 


been known. 


i 
aad BANK BUILDINGS 


National Park Bank, N. Y. C. 
First National Bank, Miami, Fla. 
Greenwich Bank, N. Y.C. 

First National Bank, Tulsa, Okla. 


Merchants National Bank, Worcester, 


Mass. 
Union National Bank, Scranton, Pa. 


PUBLIC BUILDINGS 


New Haven Post Office & Custom House, 


New Haven, Conn. 


New Albany County Court 
Albany, N. Y. 
Metropolitan Museum, N. Y. C. 


Missouri State Capital, Jefferson City, 


Denver Post Office, Denver, Colo. 


Aetna Life Insurance Bldg., Hartford, 


Conn. 


Union Passenger Station, Burlington, Vt. 


Park Place Terminal, Newark, N. J. 
HOSPITALS 


Fifth Avenue Hospital, N. Y. C. 

St. Mary’s Hospital, Hoboken, N. J. 
Charity Hospital, Cleveland, Ohio. 
St. Christopher’s Hospital, 
Maternity Hospital, Philadelphia. 


ys 


House, 


Brooklyn, 


Torrington Hospital, Torrington, Conn. 
Roosevelt Hospital, N. Y. C. 


SCHOOLS AND COLLEGES 


New York University, N. Y. C. 

Girard College and High School, Phila- 
delphia. 

Massachusetts Institute of Technology, 
Cambridge, Mass. 

About 35 New York City Public Schools. 

West High School, Des Moines, Lowa. 

Atlantic City High School, Atlantic City. 

East Side High School, Cincinnati, Ohio. 


OFFICE BUILDINGS AND OTHERS 


Railway Exchange Bldg., St. Louis, Mo. 
(2nd largest office building in world). 


New York Edison Buildings, N. Y. C. 

New York Curb Market Bldg., N. Y. C. 

Manufacturers Bldg., N. Y. C. 

Pennsylvania Railroad Bldg., N. Y. C. 

Hancock Bldg., Syracuse, N. Y. 

Ford Bldg., Detroit, Mich. 

New York Telephone Bldgs., N. Y. C., 
Brooklyn, Albany, and elsewhere. 

Masonic Temple, Syracuse, N. Y. 


Montrose Central Office Bldg., Pittsburg. 
Dept. of Labor Bldg., N. Y. G 
Bultalo Athletic Club, Buffalo, N. Y. 


e 


ete Ere AND APARTMENTS 


Surf Apartments, Rochester, N._Y.® F 
Fort Steuben Hotel, Steubenville, Ohio. 
Fexington_Avenue Hotel, N. YC. 
New House Hotel, Salt Lake City, Utah. | 
Herald Square Hotel, N. Y. C. 

152 West 58th St., N. YG. 

O. Henry Hotel, Greenskoro, N.C. 
Weatherill Il Apartm ents, Philadelphia. 
Morris. Apartments, Overbrook, Pa. 


BUILDINGS IN JAPAN 


Japan Oil Company Bldg., Tokyo. 

Murunouchi Building, Tokyo. 

Crescent Building, Kobe. 

Mantetsu General Hospital, 
Manchuria. 

Nippon-Y usen-Kaisha Building, Tokyo. 

Seinyeki Building, Tokyo. 


FACTORY AND LOFT BUILDINGS 


MacMillan Company, N. Y. C. 
American Tobacco Company, N. Y. C. 
Wing & Wing Piano Co., N. Y. C. 
American Machine and Foundry Co., 
Ne YaCe 
Sears, Roebuck Company, Philadelphia. 
Dusenberg Motor Corp., Elizabeth, N. J. 
Jacob Ruppert Brewing Co., All Build- 
mayedsy, INS YEOCC. 
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SAFETY FIRST 


EQUIP YOUR BUILDING WITH HUME WINDOW CLEANING 


=e ME APPLIANCES. 


All HUME Appliances are guaranteed to pass any inspection and have the approval 
of all Safety Engineers. They have been inspected and approved by the State of New York 
Department of Labor, and other State, City, and Insurance Departments. 


Insist on HUME Appliances. 


